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Allowable locations for logic tubes. 

Insertion of a logic tube adds the connection. 


Six input AND gate. 

Inputs default to "1" if not connected. 


Open circuit represents a term disabled 
by moving its logic rod "out" 


Allowable locations for clock tubes. 

Insertion of a clock tube adds the connection. 


Three input OR gate. 

Inputs default to "0" if not connected. 





This excerpt from above is modified to show how a "double slider" 
can expand a term by taking the adjacent logic. 


Notes: 

1. CAUTION: Simultaneous assertion of a flip-flop's set and reset terms can damage the machine. 





